BILL NO. S- 70-10-3^ 


SPECIAL ORDINANCE NO. S- & JL ~ 70 

AN ORDINANCE approving contract with JOHN DEHNER, 
INC. for Magnetic Flow Meter for Aboite Township 
Interceptor . 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 

SECTION 1. The contract approved October 14, 1970, 
between the City of Fort Wayne, by and through its Mayor and the 
Board of Public Works, and JOHN DEHNER, INC., for the construction 
of Sewer Resolution No. 246-1970, which provides for Magnetic 

Flow Meter for Aboite Township Interceptor, as follows: 

■ 

MAGNETIC FLOW METER FOR ABOITE TOWNSHIP INTER- 
CEPTORs Metering structure and meter to be 
located on the South side of North Bend Drive 
and the intersection of Glendale Rd. on an 
existing 14-inch force main approximately 20 
feet Southwesterly of the existing manhole on 
the Westmoor Interceptor. An underground signal 
cable shall be laid from the metering structure 
North on Glendale Road to Crandon Lane; thence 
West on Crandon Lane to the existing Westmoor 
Lift Station, 

for a total cost of $14,155.00, all as more particularly set 
forth in said contract, which is on file in the. office of the 

I 

Board of Public Works, and is by reference incorporated herein 
and made a part hereof, is hereby in all things ratified, con- 


firmed and approved. 

SECTION 2 . This Ordinance shall be in full force and 





Read the first time in full and on motion by 


h: 


seconded by 


^ , ,, . and duly adopted, read the second time by title and referred 

U/ - 


to the (Committee on) 

. Commission .for . recommendation), 
„H^fehe _ CoUntil Chambers, Cxi 
"the ■“ — 


r ndue~T egai-not-ic e , 


on- 


day of 


196 


o 1 cl ock . 


-F.Mvr'-E.S . 
Date : 


/ f 7 - 70 





City Clerk 


Read the third time in full and on motion by 


seconded by 


i: ' " ■ - j ' 




{7 

and duly adopted, placed on its passage. 


Passed •(*®®T) by the following vote; 


AYES 

Adams 

Dunifon 

Fay 

Geake 

Nuckols 

Robinson 

Rousseau 

Steigerwald_ 

Tipton 


NAYS 






ABSTAINED 


ABSENT 


to -wit : 


Date 


! l-7 .il 


7 a 



City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
'(-Z-o-n-ing-MapKGeneraiH-Annexation ) ( S pe c i a 1 ) (Appropriation) Ordinance (Resolution) No . S'- A o2~7^ 


, 196 To. 



Presiding 0: jjticer 





' - ^Vferesented by me to the Mayor of the City of Fort Wayne, Indiana, on the / 

, 196 7 t> at the hour of 3 3 o'clock ff .M. 





City Clerk 


Approved and signed by me this / day of 
at the hour of / /-S ~p o'clock »M. ,E.S ,T. 


-9P27 


Mayor yy 


S-70-10-26 


.** 


Bill No. 

REPORT OF THE COMMITTEE ON PUBLIC WORKS 

We 3 your Committee on Public Works to whom was referred an Ordinance 

approving contract with JOHN DEHNER, INC, for Magnetic Flow Meter for Aboite 

Township Interceptor, _________ 


have had said Ordinance under consideration and beg leave to report back to the Common 


Council that said Ordinance 


PASS . 


JOHN NUCKOLS. Chairman 

CELIA ANN FAY, Vice-Chairman 

THOMAS G. ADAMS 

JACK K. DTINIFON 

EDWIN J. ROUSSEAU 



